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UNCLASSIFIED 

PAGE 01 WELLIN 01086 030418Z 
ACTION HEW-06 

INFO OCT-01 EA-12 ISO-OO OES-07 MED-03 /029 W 

098695 031128Z/14 

R 030257Z MAR 78 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 5076 

UNCLAS WELLINGTON 01086 


Message Text 


E.O.l 1652:N/A 

TAGS: EIND, ETRD, TBIO, NZ 

SUBJECT: FDA ADVISORY - OVER SELECTIVE DIAGNOSTIC 
PRODUCT RECALL (T-030-8) 

REF: STATE 33073 

NEW ZEALAND IMPORTERS OF BACTO ANTIMICROBIC VIAL CNVT 
MANUFACTURED BY DIFCO LABORATORIES, INC, DETROIT, 
MICHIGAN CONFIRM RECEIPT OF LETTER DATED 
OCTOBER 28, 1977 ADVISING RECALL OF ABOVE PRODUCT. 
SELDEN 
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